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6.    The primary reason for observing safety precautions
is to prevent damage to equipment and injury to
personnel.    Observing safety precautions does not
mean that all accidents will be prevented.    It means
the number of accidents can be reduced.

If all safety precautions are observed and an acci-
dent resulting in damage to equipment and/or per-
sonnel injury occurs because of metal fatique,
stress, etc., it is not the fault of crew members;
However, accidents.caused by metal fatique, stress,
etc., account for a very small percentage of
damages and injuries.    Most damages to equipment
and injuries to personnel are caused by poor mainte-
nance practices and failure to observe safety
precautions.
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7. Safety precautions should be observed before and
during the removal/installation of major units to

a.    ensure the proper operation of equipment.

b.    ensure that a major unit is properly removed/
installed.

c.    complete a task in the minimum amount of time,

d.    prevent damage to equipment or injury to
personnel.

10ct the reason a technician should properly install major units in
